2 2 No v crab or 1963 



From: Commander John 1I 0 EBERSOLE, MC, USN, 495535/2100 

Acting Chief of Radiology, United States Naval Hospital, National 
Naval Medical Center, Bethcsda, Maryland 

To; Roy H 0 KELLERMAN, Assistant Special Agent in Charge United States 
. Secret Service 

1. The following number and types of X-ray films were taken this date. 
Eight (8) 14 x«17 inch X-Ray film 
Six (6) 10 x 12 inch X-Ray film 



/ s/ John H 3 EBERSOLE 
John lU EBERSOLE 
C omrna . id e r , MC , U S N 
Acting Chief of Radiology 
USN1I, N:\MC , Betties da, Md. 



Rec. by Roy II, Kellerman (s/s) 
U. S* Secret Service 
11-22-63 





Commanding Officer 
National Naval Medical Center 



C ommand i ng 0 f f i c er 

U. S 0 Naval Medical School 

National Naval Medical Center 



22 Hovoistar lyf-3 



i*Vjnu Ccc.sancloe John 5!. &H ;!&&>&, Hh, 495535/2100 

Acting Chief of ;'iadio3o£» United States Uftval Hospital* f’&lic-ivxl 
HaVal Medical Ccntes-p S->lhesda # tery3&:vl , 

To i Roy U, Mfl.mSIUS, Assistant Special Ac«»t in Csvsrgo United Steles 
Eccyot Ccx'vi'.o 



1, Tnvi following muter srd types <?* X-ray filto wcro taken this date. 




H X 17 inch X»3ay lUa 



10 X 3.3 i-sdi IWfcy fi)a 




Ccsisasi.de.?, !:C, c«x 

tefc.ing Chief o** iteii vlcr y 



US-.H, IK33 # tetho:r-.kp IH. 





